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Responsive To Your Needs 


Trimark Engineers/Constructors, Inc. is a full-service organization 
staffed by gualified professionals and support personne! experienced in 
all facets of engineering, procurement, and construction management. 


Areas of Expertise 


€& Control Systems €& Project Management 

Y Mechanical/Piping € Purchasing/Expediting 

€ Process Engineering € CADD/Computers 

€ Civil/Structural € Construction Management 
Y Electrical/Power Y Software/Systems 

€ Architectural/HVAC € Scheduling/Estimating 
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Trimark Profile 


% Established in 1968 as Matrix Engineers 
Reorganized in 1983 as Trimark Engineers/Constructors, Inc. 
Acquired in 1990 by Midrex Corporation 


& Number of Employees (January 1992): 120 
& Revenues (Fiscal Year 1991): 12 Million 
% Direct Credit Line of 3 Million 


% Operates Autonomously from Midrex 
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Business Portfolio 


Government - 20% 
O.E.M & Utilities 


Chemical & | 
Glass - 50% Steel & 


Aluminum - 30% 
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Organization Chart 
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Trimark Personnel Breakdown By Group 
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Range of Services 


Engr. Studies 
ERE EINIGER 


Prelim. Engr. & Scoping 


Cost Est. & Sched. 
PEA RS 


Design Engr. & Specs. 


Procurement 


Construction Mgt. 
UPN RE | 
Start-Up & Train. 
EE | 


Automation System Implementation 
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Major Projects 


Project Description a Scope of Supply Construction 
Rubber Production Plant $2.5 Million B/P/C $ 23 Million 
Polystyrene Processing Plant $2.0 Million PIC $ 18 Million 
Paint Manufacturing Plant $1.7 Million E $ 24 Million 
Mill Cooling Water System $1.25 Million E $ 17 Million 
Distributed Control System $1.2 Million E/FA/T $ 10 Million 
Solvent Recovery Plants $1.0 Million E/FA $ 9 Million 
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Typical Projects 


Project Description 


Design of Resin Production Facility 
Design of Styrene Recovery System 


Blast Resistant Control Bldg and 
Distributed Control System Upgrade 


Push Pickle Steel Processing 
Linc (Mechanical/Piping) 


High Intensity Mixer Installation 


Design of Aquabasc Paint Facility 


Trimark 
Contract 


700K 
500K 
500K 


250K 


180K 
150K 


Scope of 
Supply 


E/PIC 


Total 


Constructed 


Cost 


7 Million 
3.3 Million 
2.5 Million 


3.5 Million 


0.7 Million 
1.4 Million 
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CAD Capabilities 


& System Hardware COMPAQ 386 PC Workstations (30) 
CalComp Plotters (2) 
Electro Static Plotter (1) 


€ System Software AutoCAD 
Intergraph MicroStation 


€ Supplemental AutoSTADD (Civil/Structural/Drafting) 
Software AutoCAD AEC (Arch./Mech.) 

Bechtel B2D Civil 
CADDSHARE FDM (Fac. Des. & Mgt.) 
CADPIPE (Ortho/ISO) 
DDUCTDB (HVAC Ductwork) 
Prolso (Isometrics & B/M) 
Pro Pipe (Orthographic) 
ASG Architectural 
ASG HVAC/Plumbing 
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Computer Capabilities 


System Hardware IBM PC Compatibles (35) 


R 
Re! 


*Y Special Application CAESAR II (Piping Stress 
p PP p 
Software COMPRESS (Vessel Design) 
IT ar: MATS (Slab) 
(Partial Listing) STAAD (Structural) 
SAP-90 (Structural) 


*Y Word Processing WordPerfect 
DisplayWrite 

% Scheduling Primavera Finest Hour 

© Estimating Questimate 
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Automation Systems 


€ Instrumentation & Control Systems 

© Power Distribution & Motor Controls 
€ PLC’s and Distributed Control Systems 
© Man/Machine Interfaces 

© Control Panel Design 

© Installation Engineering 


Installation, Start-up, & Training 
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Building Systems 


© Architectural Design & Specifications 

© Industrial Buildings, Offices, & Labs 

Y HVAC, Plumbing, & Fire Protection 

© Building Power, Lighting, & Security Systems 
€ Permitting & Construction Inspection 

& Site Work, Sewers, & Fire Lines 

Steel Structures & Concrete Foundations 
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Mechanical Systems 


€ Process Engineering - P & ID Development 
€ Material & Energy Balance 

€ Plant Layout & Equipment Arrangement 

© Process & Utility Piping Design 

€ Material Handling & Machine Design 

€ Equipment Specifications 


€ Fire Protection Systems 
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Construction Management 


” Prequalification of Construction Contractors 
Construction Planning and Scheduling 

% Onsite Contract Administration 
” Quality Assurance and Progress Verification 
w Management of Field Extra Work Orders 

% Budget/Schedule Control 


W Project “Punch Listing” and on 
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Project Management 


& Client Liason & Representation 
© EPC Planning & Strategy 

EPC Critical Path Schedules 

€ Budget & Schedule Control 
Constructed Cost Estimates 

Y Procurement Services 


€ Coordination & Administration 
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Quality 


Y Accuracy Meets your exact specifications 
& Schedule Achieves your schedule requirements 
& Cost Accomplishes your financial goals 


© Constructibility Maximizes your construction efficiency 
& Operability Satisfies your operating needs 
Y Maintainability Minimizes your maintenance problems 
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Partners In Progress 


